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xt Special Tuvitation te Our Readers 
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who are engaged in the production of rods, wire, wire products 
and electric wire and cable, are extended a cordial invitation 


to become a member of the Association and join with others in 


promoting and furthering the interests of our industry. 


There is a satisfaction in being a member 
of our great industry and, by participating 
in Association meetings and other activi- 
ties, in contributing to these things that 
help the industry to move constantly 
ahead. Nearly 1500 men are now members 
and we hope you soon will become one, 
too. 





A booklet describing the functions of the Association and a 
membership application card will be sent you upon request. 
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